Message 


From: Ewart, Burt [bewart@faciLumass.edu] 

Sent: 7/27/2012 4:48:12 PM 

To: Hanchett, James (DPH) [/O-CO MM ON WEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=James, Hanchett] 

Subject: FW: Fire Alarm Test, Morrill 1 & 4N, TU, 7/31/12 at 7:00 AM 

Jim, 

We have scheduled (what is hoped to be) the FINAL fire alarm test and inspection for the Morri11 I 
Vivarium next Tuesday morning at 7:00 AM. Alarms throughout Morrill I and IV will be set off 
intermittently unti1 about 8:00 AM. Additional 1ocal alarms in the Vivarium area may go off unti1 
9:00 AM. 

Pi ease excuse the disruption - this is nearly the 1ast of it. Thanks to al 1 for your patience! 
Burt 

Burt Ewart 

Capital Project Manager 
University of Massachusetts 
Faci1ities Pianning Divisi on 
360 Campus Center Way 
Amherst, MA 01003-9248 

bewart@faci 1 .umass.edu 
Direct Extension: 

Mobi1e: 

Office Main: 

Fax: 


413.577.012^^^^^ 

413.545.1383 

413.545.3684 


about 
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